ANDREWS INTL / HBID INCIDENT REPORT/LOG 


FOOT BEAT Robert 1 

DATE 12-11-2015 
OFFICER 1 Faifili, J #1112 
SUPERVISOR Joe Salazar 


1000/12 Start of Watch 
00 Received all passed down information and equipment in good 
working order. 


Administrative Duties: Tech Support & Dispatch 


1200/12 +#Roll Call/Briefing: Office 
30 
1230/14 Dispatch 
30 
1430/15 Code 7: Office 
00 
1500/18 Continued Dispatch 
15 
1815/18 Returned all equipment in good working order. 
30 
End of Watch 
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